Y-44 

CHANCEFORD  PRESBYTERIAN  CHURCH 

Located  between  Airville  and  Woodbine,  Penna., 
in  York  County.  Stone  for  this  church  was  quar- 
ried at  Port  Deposit,  Md.,  about  the  turn  of 
the  century. 
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